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ARRIFLEX 16S — ARRIFLEX 16M 
PRICE SCHEDULE 





ALL PRICES AND SPECIFICATIONS SUBJECT TO CHANGE WITHOUT NOTICE 





Order 
Code 





301 00! 


301 002 


339 200 


339 320 
339 213 


339 321 
339 20! 


339 202 
332 020 


332 000 


332 001 


339 351 


339 400 


339 402 
339 420 


339 440 
339 442 


339 444 


Description 


CAMERAS 


Arriflex 16S, extra-light, ultra-compact professional 16mm camera, with 100 
ft. internal daylight-spool film capacity. Mirror-shutter, Reflex Finder System 
and provision for inter-changeable ground glass. With precision Registration 
Pin, Buckle Switch and Buckle Switch Over-Ride. Camera also accepts S-400 
ft. magazine and motor-driven take-up and S-200 ft. magazine with motor- 
drive take-up. Supplied with battery cable, neckstrap, oiler, three lens cavity 
caps, test film and guarantee and import certificate. Priced WITHOUT 
MOTOR, LENSES, MATTE-BOX OR MAGAZINE. -0.a 
Arriflex 16S-GS Camera, Includes all features of the Arriflex 16S above, PLUS: 
Factory installed Control Signal Generator and Automatic Clap-Stick§ with 
NTT mr Soue MNE. -ona a ss secs A secon 


*Reference prices only. Cameras are sold only with matte-box, customer's choice of 
motor(s), and customer's choice of lenses. Extra charge for empty sockets (see remarks 
under "Lenses"'). 

Original factory installation only. For sync signal generator installation on other Arriflex 
cameras, see sa 


FILM MAGAZINES AND ACCESSORIES FOR ARRIFLEX 16S 


400 ft. 1mm Film Magazine for Arriflex 16S (requires Torque Motor Cat. No. 
355 320 OR Oe Oe en tO 
Torque Motor for 400ft 16mm magazine (only one motor needed per camera) 
200 ft. 16mm Film Magazine for Arriflex 16S (requires Torque Motor Cat. No. 
BO BU) Bile iii ee ae PIII OT E T 
Special Torque Motor for 200ft. 16mm Magazine ...............:ccccccccseseeeseeeeeees 
Core Adapter for Magazine (replacement) ......................cesccccseccsseseteeeeeeesesenaees 
Camera Magazine-opening Cover (replacement) ...................::ccccsssseseeeeseseenees 


tFiber Carrying Case for 3 400ft 16mm magazines and one Torque Motor ...... 


CASES FOR ARRIFLEX 16S 


Arri camera cases are especially designed for safe storage and transport of 
Arriflex cameras. The outside is covered with heavy gauge hammered aluminum 
with reinforced corners and the cover closure has double channelling. All locks 
and hardware are chrome plated. The inside is finished in red plush and is 
partitioned and fitted to hold camera and accessories safely. 

Deluxe Compartment Case MODEL A for Arriflex 16S and matte box, lenses, 
filters, accessories (Size: 15x9x8"—Weight: 8 Ibs.) oo... ecceeeeeecteteeeee 


Deluxe Compartment Case MODEL B for Arriflex 16S. In addition to equip- 
ment listed under A Case, holds camera with attached 400ft. magazine, two 
400ft. 14mm magazines, torque motor, shoulder pod, and other accessories. 
(Size: 24x16x8I/,"—Weight: 20 Ibs.) oo... ccccceeccecsseseneeseeseneeseneeseneens 


CONTROL SIGNAL SYSTEM 


Control Signal Generator ONLY (does not include Automatic Clap-Stick 
which cannot be added, once camera is assembled) ooo... eects 
Installation of Signal Generator only ooo... ccccceeccsessescseseseseneeesereaesenenenenenees 


POWER CABLES FOR ARRIFLEX 16S 


6 ft. Power Cable for Arriflex 16S, for use with Nickel Cadmium Batteries 
he pe SE ES He See)” | A emer creer 
15 ft. Power Cable for Arriflex 16S for use with Nickel Cadmium Batteries .... 
Special Ground Connection Cable (replacement); goes from main Cable 
to TRI Motron enema ae en 
6 ft. Power Cable for Arriflex 16S, with 12 pin Dryfit Battery connector ........ 
Coil-cord Power Cable, 2ft./6ft. for Arriflex 16S, with 12 pin Dryfit Battery 
CONROOÍOF once casscvnnnsnkiesinisycn a 9 5s iat aia sears as 
Power cable, I!/, ft. for Arriflex 16S, with 12 pin connector for special 
Dryfit Battery, Cat. No. 331 036, for use with Arri Body-Brace ..................... 
(Continued) 


tThis product is Made in U.S.A. 


ARRIFLEX 16S 


User Net 
Price 


1995.00* 


2450.00* 


172.00 
188.00 


172.00 
188.00 


6.00 
14.00 


48.00 


98.00 


148.00 


128.00 
130.00 


8.00 
10.00 


1.20 
18.00 


21.50 
18.00 





Order 
Code 





301 005 


339 210 


339 211 


339 212 


339 203 
339 204 
339 201 
339 228 


332 002 


332 003 


332 024 


332 022 


332 025 


339 401 


339 403 
339 441 
339 443 


339 445 


Description 


CAMERA 


Arriflex 16M, Magazine Camera. Designed for 200/400/1200 ft. geared, 
sprocketed, quick-change magazines. (No internal film capacity). Reflex 
Finder, Registration Pin and all other major features similar to the Arriflex 
16S. Comes with built-in 60 cycle Syne Signal Generator, Automatic Clap- 
stick and with provision for Scene Marking. Supplied with cover plate for 
magazine opening, battery cable, neck strap, test film, guarantee and import 
certificate. Priced WITHOUT MOTOR, LENSES, MATTE-BOX OR MAGA- 
als Seep aden Toomer cated ie rot bi 0H int co th = ae Rete AT RE 


*Reference prices only. Cameras are sold oniy with matte-box, customer's choice of 
motor(s}, and customer's choice of lenses. Extra charge for empty sockets (see remarks 
under Lenses"). 


FILM MAGAZINES AND ACCESSORIES FOR ARRIFLEX 16M 


M200 foot gear-driven, quick-change magazine, darkroom load, for Arriflex 
16M. Operates Forward and Reverse. Accepts also 100 foot daylight spools. 
CINE WEE WIN GODIN AAAA a A Pease t 
M400 foot gear-driven, quick-change magazine, darkroom load, for Arriflex 
16M. Operates Forward and Reverse. Accepts also 200 foot daylight spools. 
ÇQomplole wik lopp protector, iio. oSSosggscscacgucecsnpnnrgyger sored vwccneasncssnensecosuens. 
M1200 foot gear-driven, quick-change magazine, coaxial, double compartment. 
Complete VEN OU RUN Sit serere kendele otiera e e 
Camera magazine opening cover for Arri-16M (replacement). .............. 0001001.. 
Collapsible core for 16M magazines (replacement). .......0......0.. cece 
Regular Core Adapter for Magazine (replacement) .....................:::eceee 
Film Loop Protector for Arriflex 14M magazine (replacement) ........................ 


CASES FOR ARRIFLEX 16M 


Alu Camera case for Arriflex 16M, heavy gauge hammered aluminum exterior, 
reinforced corners and chanelled, dust-tight cover closure, corduroy lined, 
fitted interior, accepts Arri 16M, with three lenses, matte-box, one 200/400 
fout MAMIE). a TAU. Bt TORN, BURR a es, ALAR. IARD 46s... 
Fibre utility Camera Carrying Case, lined and fitted for Arriflex 16M, two 
M400 ft. magazines, three regular lenses, matte-box and other accessories. .... 
Alu Magazine case, hammered aluminum exterior, fitted corduroy lined 
interior, holds four M200 or four M400 ft. magazines. ..................ccceeeeeeees 
Magazine carrying case, fibre and plywood, lined and fitted for three M400 
rc FAIA TS a E rioto PERNES Y A tae it Re EEP E OS 
tFibre case lined and fitted for one M1200 ft. magazine... eee: 


POWER CABLES FOR ARRIFLEX 16M 


6 ft. Power Cable for Arriflex 16M, for use with Nickel Cadmium Batteries 
ieee 1018 RIE T i AOI ETN ATEO N 
15 ft. Power Cable for Arriflex 16M, for use with Nickel Cadmium Bateries 
6 ft. Power Cable for Arriflex 16M, with 12 pin Dryfit Battery connector ........ 
Coil-cord Power Cable, 2 ft./6 ft. for Arriflex 16M, with 12-pin Dryfit 
Boiu weddbolor -aimitis lint). ale TSAR GLE. SE... 
Power Cable, I!/, ft. for Arriflex 16M, with 12-pin connector for special 
Dryfit Battery, Cat. No. 331 036, for use with Arri Body-Brace. ..................... 
(Continued) 


{This product is Made in U.S.A. 


ARRIFLEX 16M 


User Net 


Price 


2495.00* 


210.00 


228.00 


640.00 
10.00 
10.00 

6.00 
6.00 


124.00 


84.00 


132.00 


48.00 
44.00 


10.00 
12.00 
19.95 


24.00 


19.50 








(Continued) 


Order ACCESSORIES FOR ARRIFLEX 16S AND ARRIFLEX 16M User Net 
Code Description Price 
MATTE BOX AND EFFECTS MATTES 16S/16M 
339 000 MATTE BOX, adjustable, with one stationary and one rotatable filter stage 128.00 
MATTES 
339 020 TIO A de AAA AROSE Ch uta no a UNTER eosin 4.40 
, 339 021 “Binocular” Smal 1-3/8" Bees oes svecvrnpanns<bspogusovapnenpenspsoaneocesongapnnsngen ge cig setts 4.40 
339 022 "Binocular" Large 234" x 134" ooo. Reinet a Mie ted OG 4.40 
339 023 Thane “Gain Sa” PAA SPE 58 AGRA WIR GAIN RR. QOWRBAR. 0.040... 4.40 
339 024 POO n m AA A A 4.40 
MOTORS 16S/16M 
339 301 GOVERNOR CONTROLLED MOTOR (24 FPS), 8V. DC. Also available for 
Sg ESSE TSIM eee ene SEE Re ey a Goren ree en eRe nr ae 220.00 
339 300 VAR ree MOTOR, § V. DG aes oseecesesersecgtepeansescsncnepersnepsqnananneapssesonsci 156.00 
339 302 SYNCHRONOUS 42 V Motor (24 FPS); for 110 V. 60 cycle AC; (also available 
for 50 cycle AC). Complete with Power Supply ..0............cccccccccccsseeeeseseseeeeeeeees 576.00 
339 304 Power Supply ONLY—Replacement (for Cat. #339 302) 2000000000. 298.00 
339 303 Synchronous Motor ONLY—Replacement (for Cat. #339 302) ...............00..... 320.00 
339 307 Synchronous Motor, for direct 110-120V 60 cycle AC operation (24FPS), for 
use with Arriflex 16S/16M Cameras (no 8-volt D.C. supply included); with 
S n FOOUMTOE GOAT a T A i 340.00 
339 360 Mechanical Phase Shifting Attachment for Synchronous Motor, for Suppressed 
Frame Kinescope Recording applications (The camera must be provided with 
a special shutter opening equivalent to 144°, or with a special synchronous 
motor geared for 30 FPS: available on special order) .......0..0.....ccceeeeeeeeeees 168.00 
LENSES 
Our lenses are made by the world's best optical firms, to Arri's strict optical 
and mechanical tolerances. Each lens is carefully bench-tested. Because all the 
costly precision which is incorporated into the Arriflex could be endangered 
by inferior optics or poor mounts, we must protect Arriflex quality by not 
selling cameras without lenses. 
In special cases where an exception oon be made to this rule, we reserve the 
right to charge for each empty lens socket ooo... cecceeeeceeteeeeeeeeseneeeseeeeees 50.00 
SCHNEIDER-KREUZNACH Lenses with follow-focus grips and click stops: 
311 110 aD sy, hel Retin ne hea cng Rt E dire. fakin: +! Sane 272.00 
311 112 (OT Ere eae I E thnsnceacsserantarsonneerensannnsesonssapnarenete (eaiae> 200.00 
311 121 25mm f/1.4 T2 Cine Xenon 0...000000000 PERPE NENEA AIRE A EO R 192.00 
311 122 20mm 6/2122 Cine Monon ~... 17. PAIA RA AEN. RR. AA AA heh 244.00 
311 123 DATES Clié Kinoa.. 11...22. aol ole. needa... 256.00 
311 124 40mm f/2 T2.2 Cine Xenon ....... AA e Er i oer betaine. pan ie 5 256.00 
311 125 50mm f/2 72.2 Cine Xonon onsets. can ccnpecee sc scageneseg seascape my optonensecesmrnteerepnenanes laaa 224.00 . 
311 126 75mm £/2 72.2 Cine Xenon «2.0.0.0... ENEE Sek <n 264.00 
311 127 100mm f/2 T2.2 Cine Xenon (no follow-focus grips) 00.00.00... ccc cece ceeeeees 560.00 


311 


311 
311 
311 
311 
311 
311 
311 


311 


333 


312 
332 
312 


332 
312 


312 


311 


311 
311 
311 


311 
311 
339 


311 
311 
333 


333 
311 
311 


147 


401 
903 
904 


410 
411 
325 


905 
906 
700 


70! 
412 
413 


311 414 


ACCESSORIES FOR ARRIFLEX 16S AND ARRIFLEX 16M 


Description 


*TAYLOR-HOBSON-COOKE Lenses with T stops only with follow-focus grips 


SS a T RE Re entire sree cog oea AeA 
ke Te O S A a E E E E AE N « VOB ee 
-Goa leit E. A cg eed in Bc eea BE Me EAR a E AE 
UT a e A S E cargo sekanse 
I I nko. aa aa a a a a e > ete 
e TN EN vc E E A EA E O EOE 908s «one 
TO a a i T TE SENE S E N carmmgercergemootnsansonessonvesers 
I a’ O E i ah P E ecasnsemmpen sonionunenaes 


*Deliveries of Taylor-Hobson Cooke lenses are often uncertain. Please contact us for latest 
delivery information. 


CARL ZEISS (WEST GERMAN) Lenses with follow-focus grip & click stops 


Seem rr T E EE E E ENO Bo Sled oepenpgleadh ose ee eceees 
a £/2 12.2 Phamar E OEE E 
26a FFE TA Poni Plai Bek bs csv cvs cssees sce ERA oe Aeneon 
STi $/2 Petar he FES ARABS RL Bag i IS aep erp rage cass eersess 
See $72 TR ea I a DRT ee senetenees 
85mm £f/2 Sonnar (no click stop) 123... aa teeters terete enrere 


Carl Zeiss F4, 135mm Sonnar. (No follow-focus-no click opan In satin chrome 
finish, in mount for Arriflex-35/16 .............. CETER A Ris eae 


TEGEA 


5.7mm Extreme Wide Angle f/1.8 T2 Fogaa lens with built-in filter slot for 
2x2" glass filters ...............esesesssssseeesescesseeseseseseseeesensesnsneecenenescsensnescanenenenencnenesege ns 


Special Lens Shade for 5.7mm Tegea fei Biel abn ty RE okt CUM... 


KILFITT-MUNICH Makro & Close-Focus 


40mm £/2.8 Kilfitt Makro-Kilar (focuses to 4°) oo... eects tees reer teeteetenen 
Leather case for 40mm Makro Kilar ..o........... cc cccccceescceeee ceceeeeceeeeeeeeteeeeeeaeeeeseeens 
90mm £/2.8 Kilfitt Super Makro-Kilar (Infinity to 1:1) complete with "Wear" 
Arthen mee Fee EEEE ee E TTEA R aee 
Leather case for 90mm Makro Kilar Whe riala e DATAEN A i a 
Arri Mount (code Wear) for 90mm Makro-Kilar (replacement-for lenses with 
serial numbers starting #243—) ........eeseesesererireerrrertsressnrererrteresesrsresterererrerete: 


Arri Mount (code Rezar) for 90mm Makro-Kilar lens ,replacement-for lenses 
with serial numbers starting #219—) oo... ce ccc cece eeeeeteeteneesteneceeeeeees 


CARL ZEISS (WEST GERMAN) VARIFOCAL LENS 


12.5mm to 75mm f/2 Zeiss Vario Sonnar for Arri-16 0.00.2... cccceeceeeeeeeeeeeeeeees 


BERTHIOT-PAN CINOR VARIFOCAL lenses with jens shade and filter holder 


17mm to 85mm £/2 PanCinor Model 85 for Arriflex 0.0.0.0... eee 
tl Diopter CloseUp lens for PanCinor 85 oo... seeseseesesseesneeeeneeneneeees 
$2 Diopter CloseUp lens for PanCinor 85 oo... cece eeseeeesesseseeneeseseeesnen 


ANGENIEUX VARIFOCAL LENSES 


17.5mm to 70mm £/2.2 Angenieux Model 70 for Arriflex .............:cscsscecseees vedas 
12mm to 120mm £/2.2, T2.5 Angenieux Model 120 for Arri-16 .................06 


DOM Motor Drive for model 120 Angenieux zoom lens with Control Unit and 
adjustable stops oo... nA. Tr IN A ALARN n heee 


t!/,Diopter CloseUp lens for Angenieux 120 0.0.2... eee eeeteeees Bnet cole 
t! Diopter CloseUp lens for Angenioux 120 0.0.0... eect eesesteseeneseeteneens 


tSpecial Lens Shade for Angenieux 120 for use with filter holder supplied 
EO AAR ead bleh E EEE >.. ccsereenesss 


tNo. 85 Filter for Angenieux 120 oo... ccc eeeeeeeeteeneeeseseeseeeeeecsseeeeseseseeas 
35mm to 140mm Angenieux, £/3.5 Model 140, for Arri-16 & Arri-35 ................ 


25mm to 250mm f/3.2, 13.9 Angenieux Model 250—Requires Lens 
Cradle, Cat. #339 059 and Camera Platform (Specify camera) .............0...... 


12mm to 240mm f/3.5 Angenieux Model 240-Requires Lens Cradle, Cat. 
ee rire a attra te aa E e a A A 


(Continued) 
¢This product is Made in U.SA. 


544.00 
25.00 


185.00 
6.00 


219.50 
9.00 


25.00 


17.50 


896.00 


448.00 
15.00 
15.00 


440.00 
896.00 


280.00 
18.00 
18.00 


13.25 
13.95 
1395.00 


2520.00 


2440.00 


Order 
Code 


312 102 


333 504 
332 050 
312 103 
333 505 
332 051 
312 104 


312 106 


312 108 


332 054 
312 902 
312 904 
312 905 


339 056 
339 050 
339 059 
339 06l 
339 052 
339 05] 


339 100 
339 110 
339 120 


339 121 
339 114 
339 113 


339 115 


339 130 
339 131 
339 132 


ACCESSORIES FOR ARRIFLEX 16S AND ARRIFLEX 16M 


Description 


TELEPHOTO LENSES 
KILFITT-MUNICH TELEPHOTO LENSES 


150mm £/3.5 Kilar—Requires Kizar Mount -a 
Filter Holder, Series 7, for 150mm Tele-Kilar -an 
Leather Case for 150mm Kilar n. 
300mm £/5.6 TeleKilar—Requires Kizar Mount -n 
Filter Holder, Series 8, for 300mm Tele-Kilar a, 
Leather Case for 300mm TeleKilar ooo... cccccccccccscsscscessseccesesvesesveceece 
300mm f/4 Pan TeleKilar with Deluxe Case—Requires Anzar Mount, and Lens 
Cradle, Cat. #339 056, plus Camera Platform . 20. cccccccccceeecececc. 
400mm f/4 Sport Fern Kilar with Deluxe Case—Requires Wear Adapter, and 
Lens Cradle, Cat. #339 056, plus Camera Platform .............................. 


600mm £/5.6 Sport Fern Kilar—shipped with case shown below unless otherwise 
specified—Requires Anzar Mount, and Lens Cradle, Cat. #339 050, plus 


SRN o a Me MIT 2 EA 
Deluxe Travel Case for 600mm Sport Fern Kilar ........0....cccccccccccecccccoceesecen. 
ArriMount (Code Kizar) for 135-150-300mm Basic Kilars .........-.cccccccssccoccccecsee 
*Arri Mount (Anzar) for Fern, Sport Fern and Pan Tele lenses ............................ 
*Arri Mount (Code Wear) for 400mm Sport Fern Kilar |... 


*When ordering adapter for lens supplied previously, please specify serial number 


LENS CRADLES 


The cradles listed below support the lens only and require a Camera Platform 
for either the Arriflex 16 or Arriflex 35. When ordering, the lens and camera 
with which the cradle will be used must be specified 

Adjustable lens cradle for 300mm Pan Tele Kilar/400mm Sport Fern Kilar ... 
Adjustable lens cradle for 600mm Sport Fern Kilar ooo... oocccccccccccccccco.. 
Adjustable lens cradle for Angenieux Model 250 0.000... ooccccccccccceceesceesecceeen. 
Adjustable lens cradle for Angenieux Model 240 o.........ccccccccccccccccccscesseecsccseeesen. 
Camera Platform for Arriflex 16—for Cradles listed above ................................ 
Camera Platform for Arriflex 35—for Cradles listed above ................................ 


FINDER ACCESSORIES AND SPECIAL GROUND GLASSES 


Periscopic Finder Attachment’ .o0....0.........ccccccsceccccecsesccsesseseeseess BERAN 


łAuxiliary Target Finder for Arriflex-16 with Divisible Eyepiece Serial #8901 
and’ higher meet, Tom ame ANA: aua Sidi. ahaa O.. 
Regular Viewfinder eye piece, complete with snap-on eye-cup for Arriflex- 
16S/16M and Arriflex-35 2C cameras (replacement) .0..0......ccccccsecscccsssscsseesseeee 
Special Automatic-Closure Eye piece, complete with snap-on eye cup, op- 
tional replacement for all Arriflex cameras with detachable eye piece assembly 
Snap-on Rubber Eye-Cup Assembly only, with cover door, and machined re- 
cess for 15.5mm spectacle lens (replacement) .…......... 
Special marked ground glass can be installed in Arriflex 16 cameras with 
serial #8901 and higher. For cameras with serial #7501 to 8900 the finder 
must be updated by means of a Finder Modernization Set ........................... 
Ground Glass with TV cutoff and crosshair -l 
Ground Glass with Projector Aperture and cross hair ...............0.000............. mn 
a Modernization Set (less ground glass) for Arriflex 16's serial #7501 to 
Installation labor only of ground glass, Arriflex 16's #8901 and higher .......... 
Installation labor only of Finder Modernization Set and ground glass, Arriflex 
16's carted ATTN OMG ha. naccencsaciinonsdh cM co%s sth Gc’ sneneartviblh seadhanmereedileee........... 

(Continued) 


This product is Made in U.S.A. 


User Net 


Price 


190.00 
280.00 
220.00 
220.00 
45.00 
45.00 


298.00 
3.00 
80.00 
80.00 
105.00 
148.00 


18.00 


28.00 
28.00 


44.00 
32.00 


60.00 


ACCESSORIES FOR ARRIFLEX 16S AND ARRIFLEX 16M 





Order User Net 
Code Description Price 
SOUND BLIMPS, BARNEYS AND ACCESSORIES 

321 00I SOUND BLIMP FOR ARRIFLEX 16S only; wired for both I10V 60 Cycle 

AC and 8V DC operation, but supplied with cables for 110V AC operation 

only. Complete with follow-focus system at side and back (for operator and 

ome PE quick change camera mount; with built-in holder for 3" sq. filters 

and root prism optical finder system. Takes Arriflex 16S Camera with 400ft. 

magazine and synchronous motor. Requires footage counter, matte-box and 

fitted wooden storage and shipping case listed below ................ccccccccceeeeees 1995.00 
321 094 Adjustable Matte-Box for Arriflex 16 Blimp ...............c.ccccccccccceessseseeseseseeeeeeees 220.00 
321 900 Fitted Wooden Shipping and Storage case for Arriflex 16 Blimp ................ 55.00 
339 450 Cable, long, for external Blimp power connection to 8V DC power supply 

(Arriflex 16 Blimp serial #509 and higher) ..........0....0..0..c.cccccseccsscssessesesesesseseeseees 21.00 
339 451 Cable, short, for internal Blimp connection from camera to Blimp electrical 

Terminal (for use with Cat. #339 450) 020.0... ccccccccceesestsneeeeeeeeeen 21.00 
321 600 Three-Digit Geared Footage Counter for use with synchronous motor in blimp 

(essential for use with Arriflex 16 Blimp) ............0.0.0.:cccccsceccscscssesesesseecseseeeseeseees 208.00 
339 452 Power Cable (replacement) for Synchronous Motor or AC Blimp connection .... 32.00 
321 050 Conversion Kit for Arri-16 Blimp. Modifies blimp to operate focus and zoom 

of 70mm Angenieux from outside .o............cccccccccccscsescccscscscsccestecarscseseesescaceeeees 530.00 
321 06l Inching attachment, for use with Arriflex-16 Governor Controlled motor and 

blimp (in connection with control signal synchronous recording systems) ........ 128.00 
321 002 UNIVERSAL FIBRE GLASS BLIMP FOR BOTH ARRIFLEX-16S/16M; Wired 

for both 42V 60 cycle AC and 8V DC operation; supplied with mounting plate 

for Arriflex 16M only, with cables for 42V synch motor and for 8V DC power 

supply, connections for 60 cycle signal generator; start-stop switch cable. 

Complete with follow-focus system and external lens diaphragm control; with 

built in holder for 3" square filters and roof prism optical finder system; Blimp 

top for 400 ft. magazines. Requires matte-box, fitted wooden storage case 

and diaphragm adapter rings listed below ..0..0........cccccccccccccsceseccscseceesceceevscscesees 2395.00 
321 090 Lightweight adjustable matte-box for Fibre Glass Blimp .............0....cccccccceceees 185.00 
321 903 Fitted wooden storage and shipping case for Fibre Glass Blimp ........................ 55.00 
321 910 Adapter ring for diaphragm linkage for Schneider lenses (specify focal 

longi: 52. Mna | Sal wee ii. eed. vl a A, D... 22.50 
321 911 Adapter ring for diaphragm linkage for Zeiss lenses (specify focal length) ........ 28.00 
321 912 eo ring for diaphragm linkage for Taylor-Hobson-Cooke lenses (specify 

heh ota ele ara tts eitri tnd A 28.00 
321 081 Base plate for Arriflex-16S ............. nnn 120.00 
321 080 Base plate for Arriflex-16M (Replacement) o...00.0.....ccccccccccceccccsecceceveeseeeseeeen 120.00 
339 460 Cable, for internal Blimp connection from Arriflex-16S to electric terminal ...... 18.00 
339 459 Cable, for internal Blimp connection from Arriflex-16M to electrical terminal 

bee sn a i need TOANE ilies, 18.00 
321 056 Conversion Kit for Fibre Glass Blimp with model 120 Angenieux lens. Modifies 

Blimp to operate focus and zoom from outside ooo... ccceccecceccevecsesceecaees 375.00 
321 054 Conversion Kit for Fibre Glass Blimp with model 70 Angenieux lens ................ 96.00 
321 055 Conversion Blimp top for Fibre Glass Blimp; accomodates 1200' magazine 

wth mane MA dE ck baacups.attemn..amnih.sipais saduend)............. 325.00 
321 500 {DOM Sound Barney for Arri-16S with 400" Magazine o.oo... ceeeeeeeeeeeees 124.50 
321 502 {DOM Sound Barney for Arriflex-16M with M400 ft. magazzine. ............0...0..... 124.50 


(Continued) 
¢This product is Made in U.S.A. 


Order 
Code 


339 355 


339 356 


+ 339 357 


339 430 
339 432 
339 431 


339 042 


339 043 
339 133 


339 342 


339 343 


339 349 


339 345 


339 339 


339 348 


339 330 


339 331 


ACCESSORIES FOR ARRIFLEX 16S AND ARRIFLEX 16M 


Description 


AUTOMATIC SLATING SYSTEM ACCESSORIES 


Oscillator/Scene Marker for Arriflex-16M (also for Arriflex-16S with factory- 
installed Generator and Automatic Clap-stick). Provides | ke start-mark tone; 
essential for tape recorders in which start-mark oscillator is not built-in. 
Additionally, with all tape recorders, supplements Automatic Clap-stick 
system to provide Scene Marking capability. 200.000.0000... eeeecceeeeeetseeees 


Start Mark Lamps, matched set, for Full Frame Marking (replacement) ........ 
Start Mark Lamps, matched set, for Edge Marking (replacement) .................... 
3-Pin Tuchel Plug, male, with locking ring .................. OM, FMR, Petras. inda 
4-Pin Tuchel Plug, male, with locking ring .................cccccccecceceeeeeseseeteeeeeeeteeeeeeee 
5-Pin Tuchel Plug, male, with locking ring ........0...0..0.cccccccccsessesceseeseeseeeeaeeseeseeees 


UNDERWATER BLIMP 


Presently not made by Arri. Names of manufacturers available on request. 


MICROSCOPE ACCESSORIES 


Stand Adapter—for mounting Arriflex 16 Camera on Leitz Aristophot |11 
and New Panphot Stands (115mm spacing) for Cine-Microscopy .................... 


Microscope Connector—consists of Microscope Light Trap, and Arri Mount.. 


Clear Glass with cross-hair (replaces normal Ground Glass)—requires Service 
Department installation: see labor charge listing under Finder Accessories ...... 


ANIMATION AND TIME LAPSE EQUIPMENT 


Arri Single Frame Mechanism, with 4-digit frame counter with outets (for 
remote frame counter, flash contact and auxiliary shutter); interchangeable 
gears for various exposure times (works in conjunction with any Arriflex 16 
RY NNT... I A TR E IIR... 5 BBE. 328 551085. + E ernenes 


Special geared head for Arriflex-16 single frame mechanism (Cat. #339 342) 
to provide double pulse operation for time exposures ..................:cccceeeeereeeee 


Remote Frame Counter, 8V DC, for Arri Single frame mechanism—Forward 
and reverse counting up to five digits—complete with connecting cable and 


Ai, ile a a i daca el hse ase A E OOE E a ce 
Auxiliary Shutter for use with Single Frame Mechanism or Animation/Time 


Lapse Motor; caps lens automatically, attaches to matte box boom, for 
ee a skulle ear S aa apart N 


t{New DOM Animation/Time Lapse Motor with built-in frame counter and 


flash synchronization, single/double pulse operation, outlet for Arri Auxiliary 
Shutter and programmed 8V DC supply for 400ft magazine take-up. Indicator 
light shows when camera shutter is open. Produces exposure times of 1/8, 1/4, 
Al a a da bible a AAA val Mal QUE Adda i 


Geared hand crank mechanism for manual drive of the Arriflex-16 (Useful for 
filming inanimate subject in extremely poor light) ................ccccccccccsceeecteseseeeteeees 
INTERVALOMETERS for use with Arri or DOM animation/time lapse units. 
wae control to operate camera, lights, auxiliary shutter at predetermined 
intervals 


tMaster Intervalometer; with Interval Timer to provide frame intervals of 1, 2, 


4 sec. and 6 sec. to 25 minutes, and with Exposure Timer to provide time 


exposure from | to 10 sec.; built-in, controlled 8 volt, DC power supply. — 


(Requires single frame motor equipped for double pulse operation: one pulse 
to open camera shutter—one pulse to close camera shutter.) ...............00.0.00008 


tIntervalometer; same as unit above with Interval Timer and Exposure Timer, 


buf LESS VO SUpPIy ENG GORO ono. ..nn ncn cccccssccsecsscssccarsesssesssserevsucasossoetesssoscasene 
(Continued) 
{This product is Made in U.S.A. 


User Net 


Price 


180.00 
8.80 
8.80 
4.50 
4.50 
4.50 


96.00 
28.00 


44.00 


600.00 


60.00 


165.00 


205.00 


750.00 


70.00 


710.00 


640.00 


Order 
Code 


339 332 


339 333 


331 010 


331 O11 


331 034 
331 035 
331 036 


331 055 
331 020 
331 021 
331 022 


339 370 


341 155 


ACCESSORIES FOR ARRIFLEX 16S AND ARRIFLEX 16M 


Description 


ANIMATION AND TIME LAPSE EQUIPMENT (Continued) 
tIntervalometer—same as Cat. #339 330 with Interval Timer and controlled 
DC supply, but LESS Exposure Timer. (Requires single frame motor to operate 
complete cycle on single pulse.) 2.0.0.0... cc ccccecseescseteeeeeeeseeecsceeseeaeneeaeeaeeeeeaees 
tIntervalometer—similar to Cat. #339 330 but with Interval Timer only—LESS 
Exposure Timer and LESS DC power supply and control «0.0.0.0... eee 


Intervalometers may be supplied with Interval Timer giving frame intervals of |, 2, 4 sec. 
and 12 sec. to 50 minutes. Must be specified. 

Intervalometers Stock #339 330 and 33933! may be supplied with Exposure Timer to give 
time exposures from !|—30 sec. Add $10.00. Must be specified. 

Longer frame intervals and exposure time available on special order and at additional cost. 
Please write. 


BATTERIES, POWER SUPPLIES AND CHARGERS 

tNickel-Cadmium Battery #7V04-D and MiniCharger, combined. Battery: Im- 
proved nickel-cadmium, alkaline, 8V. 4AH. Charger: Built-in special minia- 
turized type. Complete with case and shoulder strap ..................cccecceeeeeee 
tNickel-Cadmium Battery #14VO-4-D and Mini-Charger combined. With 
selector switch: 

See SAFI fot use wilh Armin 16 cic sy--.00-0r0nhnrsnenedante>shoreasssiscsenaspnandaoneeeeeeeereres 
16.8V, 4AH for use with Arriflex 35 ooo... ccccccecesecseseesesenecsenesseneeecaeeseeceseneeees 
Dryfit "Slimline" Battery for Arri 16S/16M, 8 volts 2.6 AH... 
Dryfit “Extra Duty" Battery, 8 volts 5.2 AH aaaeei 
-y ar aoe Battery for use with Arri Body Brace camera support; 8 volts 

O A ee Re a he) oaao. 
Dryfit Transistor-Controlled Automatic Charger for all Arriflex Dryfit 
Batteries-1 10-250 volts 50-60 cycle AC oooo..occccccececeseetceteeseesetaeeeeenseneeenes 
¢Portable Dry Cell Battery Pack: two 9 V. Eveready #716 batteries in fibre 


carrying case, with plug for Arriflex power cable. Wired to give 9 V. in 
parallel for Arriflex 16, 18 V. in series for a AA e AA 
tEveready #716 (9 V.) battery for Dry Cell Pack 200000... eee 
tCable adapter, adapts Eveready #716 Dry Cell battery to accept standard 
Arriflex 16S cable. (For operation of Camera ONLY without magazine ........ 


tCombination Power Supply/Battery Charger. May be used as power supply 
from regular 110 V. 60 cycle AC power line direct to camera (output 1-20 V. 
DC) or as charger for Arri 16 8 V. or Arri 35 16 V. lead acid batteries. 
With built-in ampere meter (1-5 amps). Do not use with Voltabloc Batteries 


TRIPODS, SHOULDER PODS, BODY BRACES 
Arri Model 16 Tripod, complete with hemispherical joint and pan-head ........ 
Arri 16 "Shorty" Tripod for use with hemispherical joint and pan-head of 
AR IO SDE EINT IOO inoa nad engine eons 
Gyro head only, with Pan & Tilt Gyro Movement, to fit Arriflex 16 Tripods 
F341 100 and E34 110 -AcM m aan BLAM. TIL. cccsesscenscceneneees 
Ball Joint Tripod Head only ...................ccccccccccsssssscssecsoronssesssessesesassatesensnensoesens 
TE ONE: FONE aaa aa 
Arri Shoulder Pod, adjustable oo0.............cccccccccsesssessssesesceeeseseetecseececeaceeeseaees 
Pei Pistol Grip for Arriflex 16 camera, with trigger for internal release of 
RPO ZOR TER T O PER EIE benny ~<a ER EIEN E F! T VOEE SE TE T W OPSE 
Combination Pistol Grip-Shoulder Pod for Arriflex 16, complete with trigger 
release mechanism and extra counter disc .o...........0..cccceccccccecsseseseeceseseeeeseeeeaeeeeees 
Arri Body Brace combination, folding, with Pistol Grip-with mount for special 
Dryfit Battery, Cak FIIT TOE core ccccccccesssscscconssessansnceesenenessstosseesseszenes 
Arri Body Brace with 3/8" camera retaining screw only (no Pistol Grip) ........ 
Pistol Grip, with trigger release for use with Arri Body Brace only (for use 
with Ari 16S, VOM. and Arri VBE DS on eekeseceale eestaas Aap eara shacks alar 
(Continued) 


¢This product is Made in U.S.A. 


User Net 
Price 


590.00 


425.00 


148.00 


256.00 
56.00 
84.00 


60.00 
148.00 
58.00 
7.10 


9.95 


99.50 


Order ACCESSORIES FOR ARRIFLEX 16S AND ARRIFLEX 16M User Net 


Code Description Price 
CASES FOR TRIPODS ETC. 
341 170 Leather Boot & Cap for Arriflex 16 Tripod and Pan-Head 00.0.0... 59.50 
341 180 tFibre Carrying Case for Arriflex 16 Tripod and Pan-Head ..0...0.0.....cccccccceeeee: 36.00 
341 181 tFibre Carrying Case for Arriflex 16 "Shorty" and Pan-Head .0.0.0.00.0.0.0.00000000 28.00 
FILTERS AND FILTER HOLDERS 
FILTERS FOR BLACK AND WHITE FILMS: Dyed in the mass optical glass 
filter, optically flat, precision ground, rectangular to slide into matte box. 
333 000 Medium Yellow Filter — filter factor 20 ooo.....cceccccccccscscsescssstesessssessessesceens 13.50 
333 00! Red Filter “E A P VA AAE OE 13.50 
333 002 Orange Filter A O E E S: A saceenrasaees 13.50 
333 006 Green Filter IE a N AN R 13.50 
333 004 Graduated (red to yellow) filter .20....0..0..ccccccccccccsceecsescseeceecscaceaeecseseeesseneceteee 46.00 
FILTERS FOR COLOR FILM: Round Wratten-type filter in rectangular metal 
frame to fit matte box 
333 003 el decane tae ND S PBS FAME aie RE. el, aS ae ey 27.50 
333 010 tNo. I-A (Skylight) reduces bluish haze and gives warmer effect in open shade 
a a a T A 24.00 
333 OlI ¢No. 85 Fiter, new all-glass laminate; use with type A Kodachrome, Koda- 
chrome Il and Anscochrome 3400K cine films in daylight; precision ground; 
rectangular; fits Arri 16S/16M Matte-Box. nn 24.00 
Other color filters are available on special order. 
POLARIZING FILTERS 
333 005 Polarlaing Filter, voctan ulin nA dien. NT RRR aire 36.00 
NEUTRAL DENSITY FILTERS 
333 019 ND .3 Transmission 50 % a ae ee EL, nescancenes 24.00 
333 020 ND .6 — Transmission 25..% Factor 4 ne 24.00 
333 021 ND 9 Transmission 13 % ce ta RE eI ain A RRA 24.00 
333 022 ND 1.2 Transmission 6.5% a u I en Bh ta. ancl e AA 24.00 
FILTER HOLDERS 
333 501 Filter Holder, rectangular, to fit matte box. Holds both 2x2" glass or gelatine 
WPORS: WNT) F WRONAM SOT CUMIN occ ssl A E 16.00 
333 502 Extra frame for 2x2" gelatine filters (fits Cat. No. 333 501) .........cc.ccssssssssssssees 3.00 
333 503 Filter Holder Kit, consists of filter holder Cat. No. 333 501, 5 filter frames 
#333 502; complete with fitted leather case ..........c.cccccccscccecscececececeecssecscsececsees 35.00 
333 500 tSeries 8 filter adapter, screws into rear of Matte Box l.. 6.95 
LENS ACCESSORIES 
339 040 Extension Tube for close-ups, for lenses in Arri mount ...............cccccccccssscssseeseseees 19.50 
339 030 Front Lens Cap for Schneider lenses (specify lens) 0.0.0.0... cccscccscssesesseeeeseeeene 1.50 
339 033 Rear Lens Cap to fit over Arri mount 0.0.2.0... cccccsccscscssessssscesesessesececscsssecececseseees 1.50 
339 032 renee WEE EEE A PENNO A E nad oiveh@hectitye 2.00 


{This product is Made in U.S.A. 


"ARRI" and "ARRIFLEX" are trade marks registered with U. S. Patent Office and 
recorded with U. S. Customs at all ports of entry to prevent unauthorized importation. 
All prices f.o.b. New York. Shipping charges additional 
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